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Altbtmi: Partly cloudy 
bn 
the C4iit and fair 
in 
the 
in*<>rior, with lower temper­ 
ature tonight and Wednes­ 
day. 
Frost, to the coast to­ 
night of weather clears. 
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Kailroad Consolidation Act Introduced Today 
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PRESIDENT CALLES TAKES OATH. 


Existing Routes W'oulc 
! 
Be Maintained As 
Far As Practicable 


UNIFICATION OF 
ROADS IS SOUGHT 


Competition Features 
Of Operation To 
Be,Preserved 


4 
(Associated Press) 
' y r ' WASHINGTON, Dec. 9.—A 
rail 
road consolidation hill today was in 
troduced by Chairman Winslow of 
the house commerce committee. 
The bill would declare it the poli­ 
ty of congress to bring about the uni- 
'ficatt«*n of the coudtry^g railroads 
into a number of efficient systems 
These, would, as far as practicable, 
maintain existing routes 
and 
pre­ 
serve competition. 
The properties of the carriers 
in 
•Apch system ultimately would be man­ 
aged, owned or controlled by a single 
corporation. 
Chairman Winslow said the bill is 
bapel solely upon the policies of au­ 
thorizing voluntary consolidation. Un­ 
der its pnJTTSldrfli 1f, at the end of 
five years,-rrifleaUon has not been 
effected, 
the 
interstate commerce 
commission would report to congress 
Its suggestions for compulsory con­ 
solidation. 
The properties of consolidated car- 
riersr-emder terms of the bill, might 
be brought unde< the managelwenl, 
operation, ownership or control of a 
^single corporation. 
Upon the filing of a petition for 
voluntary consolidation, the commis­ 
sion would give notice to the gover­ 
nor of each state in which any part 
of the lines of the carrier are locat­ 
ed and hpld public hearings. 
If the 
I commission found that the public in- 
tm-est would be served by the 
pro­ 
posed plan and the policy of congress 
promoted, the bill would authorize 
the commission to issue an order, ap­ 
proving the plan, upon such terms 
And conditions as it might impose. 


River Navigable; 
Cotton Arrives 
- - " I 
wiraeii 


The river guage registers 4.5 feet 
this morning, the highest mark since 
last spring, and the water is still 
reported* tp be rising. 
The river is 
thoroughly mu^dy, also, for the first 
time since July. « Traffic that was 
cut off all along the river is resumed, 
including all ferries. 
Two barges of 
cotton were brought up on Monday 
without 
suffering 
inconveniences 
from Shallow water. 
The river is 
Tfepected to be navigable for the rest 
y«*r, 
i 


Rev. Bunyan Smith 
Reported Very 111 
The many friends In Morgan coun­ 
ty arp grieved to learn of the seri­ 
ous illness of Rev. Bunyan Smith, 
former pastor of Hartselle Baptist 
■church, at St. Thomas hospital, 
in 
Nashville, Tenrt., where be 
under­ 
went an operation a few days ago 
for mastoid. 
The latest message from his bed­ 
side says he is resting well now and 
hope is held out for his recovery. 


Gen. Plutarco Elias Calles Is shown at the moment on taking the 
/ oath of office as President of the Mexican Republic, In impressive 
ceremonies held in Mexico City. 
- A t__¿ 


PARLIAMENT TODA Y 


Cherished Pageantry Is 
Enjoyed When Royal 
Procession Moves 


El 


* 
(Associated Press) 
LONDON, 
Dec. 
9^—King George 
prpenedv.'frttWhvrneht "in sute - today, 
with a speech from ftie throne, full 
of pronouncements on foreign 
and 
domestic affairs. 
The King was unable to recom­ 
mend parliamentary consideration of 
the soviet treaties, hut he desired 
that 
“normal 
intercourse between 
the two countries shall not be inter­ 
rupted.” 
He said the government proposed 
to proceed with the naval base 
at 
Singapore. ‘ , \ . 
Londoners today enjoyed one 
of 
their most cherished pageantries, the 
profession of the King and Queen 
from the palace to Westminster and 
back, on the occasion of thejr state 
inauguration of the new session of 
system centers about the Ca- 
parliament. 
The 
antinque 
guilded 
coach in 
which their majesties rode, dra 
by eight bay horses, covered 
brilliant trappings and ridden by be- 
wigged postalions in royal livéries, 
never fails to draw crowds while th^ 
attraction was rounded off by 
thé’ 
glittering escort of life guards and 
of state carriages c 
of the royal household. 


Loss Heavy When 
Grain Is Burned 
i t 
■ 


Mrs. Ward To Be 
Buried Wednesday 


Funeral services will be held Wed­ 
nesday afternoon at 3 o’clock from 
the residence, 1315 Sixth Avenue, S. 
ftor Mts. Susie Leew ard, who died 
suddenly Monday morning at 
her 
Residence. 
The services will be con­ 
ducted by Rev. J. D. Hunter, pastor 
of the Central Methodist church, of 
which the deceased was a member. 


- 
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; 
(Associated Press) 
a 
PORT HURON, Mich., Dec. 9.— 
The Grand Trunk elevator here, con- 
. 
taining 600,000 bushels 
of 
grain, 
was destroyed and the (barge Alex­ 
ander Maitland, with a cargo of bar­ 
ley, was burned almost to the water’s 
edge by fire of undetermined origin, 
•this morning. 
/ , 
*"*; ' 
^ 
Early estimates of the loss place 
it at more than $500,000, including 
$100,000 to the barge and its cargo. 
■IK 
Tourist Colony 
Passes Thru Here 


James B. Duke Plans to 
Turn Back Fund To 
Carolina People 


(Associated JErfeMal 


CHARLOTTE, N. C,, 
Dec. 
9.— 
James 
B. 
Duke, multi-millionaire 
power magnate today was completing 
preparations for turning back to the 
people of North and South Carolina, 
in an educational and charitable trust 
most 
of 
the 
money he had made 
through development of the Southern 
Power system. 
Announcement was made last night 
that Mr. Duke was creating a trust 
fund, 
aggregating 
$40,000,000, 
in 
which he placed about three-fourths 
of his holdings in the Southern Pow­ 
er system, of which he has been the 
prime developer. 


SCATTER FORCES 


OVER WIDE AREA 


Fairfield Investigators 
Running Down 
M any Clues 


DOCTOR IS TAKEN 
TO COUNTY JAIL 


Deputy To Attend All 
Conferences With 
Defense Counsel * 


(Associated Press) 


BIRMINGHAM, Dec.. 0,—Inquiry 
into the murder of Mrs. Annie Lou 
Edwards, op December 2, which cen­ 
tered around her Fairfield home yes­ 
terday, took an 
entirely 
different 
turn today, when state authorities 
* 
were scattered in many directions in 
their search for evidence in an ef­ 
fort to solve the mystery of 
the 
woman’s death. 
There ha3 been no reaction, inso­ 
far as it was known, in the demea­ 
nor of Dr. George Edwards, 
hus­ 
band of the woman, “ 
i in ^connec­ 
tion with the case, as a .result of his 
removal from the Bessemer branch 
jail to the main county prison 
at 
Birmingham. 
Exclusion of all visitors from the 
Tr«oner’¿ cell yesterday brought a 


tawba river in North and South Car­ 
olina. 
‘ ‘ 


It Aint Gonna 
rvr¿f* 
ft* 
Drain No More! 
Cellar Is Full 
I 
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f. I’m the Guy 
That’s singing the 
IP 
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■ v 
popular lament, 
, 
Ain t Gonna 
* 
; Drain No More.” (M 
> 
My cellar filled 
Up with water 
Th« other night 
And now 1 can’t 
j __ a. 2- 
Get down to tend 
My-er furnace, '. 
Without a 
Swimming 
License. 
. 
Y 
Speaking of rain, 
. 
And other 


A tourist colony from Detroit, go­ 
ing to Florida to spend the winter, 
passed through the Twin Cities on 
the 
The cot- 
ony consisted of seven cars of a fa­ 
miliar Detroit make, loaded with fam­ 
ilies, cooking utensils, and tents. The 
travelers stated that they intended 
to camp through the winter in the 
warm climate, and move back north 
next spring, having a home of eter-j 
nal summer. 


Anti-prohibitionist^ 
I’m positive it did, 
Although it would 
Have to be 
Argued “pro and con” 
In Washington 
And then, tabled 
For a hundred years. 
Latest reports 
Are to the éífect that 
,...... -■■■-- —ye"-- 
„ ■• 
the river is full 
Of water and 
A relief drive 
Is to soon be 
Inaugurated 
For the 
Benefit of the 
Drowning fish. 
Sad World 1 
¡ 
a 


court order that counse for the phy­ 
sician might visit him at will. Soon 
after George Ross, chief counsel for 
the physician, had spent 20 minutes 
with his clieut, Sheriff Shirley’ or­ 
dered Dr. Edwards removed to Bir­ 
mingham. 
At the sheriff’s office it was stat­ 
ed that counsel might visit the pris­ 
oner, hut that a “deputy would al­ 
ways be present” and that no others, 
except persons of authority, would 
be allowed to see Dr. Edwards. 
“For safekeeping” was the. offi­ 
cial reason given for removing the 
prisoner. 
It was known that official inquiry 
today led into new channels, but se­ 
crecy marked every move of officers 
working on the case. A representa­ 
tive of the solicitor’s office was said 
to be in Montgomery. 
That city is 


Mias Bertha Hoffman Is shown here exhibiting Deacon, grand 
champion steer of the 1914 International Livestock Exposition, held In 
Chicago and attended by President and Mrs. CooBdge. The steer was 
raised on the Ben Caryl ranch, at Littleton, Oolo^ owned by John 
81teller, Chicago puhiisiicL 
Deacon la a pore bred Hereford, one 
year old, and weighing 860 pounds. 
« 
-J 
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AMERICAN AGRICULTURE IN BEST 
CONDITION I t HAS BEEN SINCE ’ 


A 
(Associated Press) 
MONTGOMr— 
Ala., Dec. 9#— 
American agriculture is In tHb best 
condition it has seen since 1920 with 
prices of many crops at the highest 
point attained in four years 
while 
costs of production 
have 
declined 
fr itn x the high point of the depres- 
sion period, says the annual report 
of the late Secretary of Agriculture, 
Henry C. Wallace. 
The report was 
transmitted to the President by Sec­ 
retary Howard M. Gore, who explains 
that although Mr. Wallace did not 
see the final draft of the report, it 
was prepared under his direction and 
is believed to express his own views 
regarding the agricultural situation. 
Gross income 
from 
agricultural 
products iji the United States may 
reach $12,000,000,000 for the crop 
year 1924-25, the report says as com­ 
pared with $11,500,000,000 in 1923- 
24 and $9,550,000,000 
In 
1921-22. 
This years harvest was said to be 
in many respects the finest received 
in five years. 
The crop this year was not the 
largest in quantity of products bttt 
was better balanced and represented 
the best income, the repttjt contin­ 
ued. 
The 1924 showing brings agri- 
the home of Mrs. Edwards’ family. * cultural prosperity nearer, although. 
Another group of officers were work­ 
ing in the vicinity of the Edwards’ 
home, while other detachments were 
in Birmingham and Bessemer. 
Mr. Ross said his client had been 
“treated very badly” but her offered 
j, 
no suggestion that he would contest 
the order of the sheriff to hold Dr. 
Edwards incommunicado. 
The “only third person in the case 
is the intruder, Dr. Edwards has told 
about,” commented Mr. Ross, con­ 
cerning an alleged official inquiry 
that touched a man snd woman, un­ 
named and previously unmentioned. 
Mr/ Ross indicated that the defense 
was relying solely upon the original 
version of the murder as related by 
Dr. Edwards that his wife was slain 
by an intrqder who also attacked and 
wounded the physician. 


I S 
Hampton To Have 
Operation Today 


W. P. Hampton, state law enforce- 
forcement officer, who was shot by 
a fellow officer on November 12, is 
reported as resting fatvly well, but is 
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the improvement it represents 
has 
hot yet lasted long enough to produce 
any marked betterment in the fi­ 
nances of the farmer. 
Approximately 
870,000,000 
acres 
were planted in agricultural prod­ 
ucts this V«ar representing a decline 
of about 3,000,000 acres from the 
area planted in 1923 and a decline of 
6,000,000 acres from that planted in 
1919 when the last census was tak­ 
en. 
t 
' : 
Improvement Unusually Distributed 
. “Though the crop story of 1924 
spells improvement to agriculture as 
a whole, the improvement will not 
, ... _ 
- 
' 
' • ••.T - , 
■ " v :. 
be shared equally by all sections of 
the farm population,” says the re­ 
port. 
“Grain 
producers, who 
had 
a cash income from sales in 1923 of 
about $920,000,000, mgy eafn 
this 
year 
approximately 
$1,210,000,000. 
Of this prospective increase of $300,- 
000,000 the wheat growers stand to 
gain by far the grepter share. Wheat 
growers in hard winter and spring 
wheat areas will gain rbore than any 
other wheat growers. 
“Corn in October was bringing 30 
to 25 cents a bushel more than 
in 
October 1923, but com growers will 
have less corn to sell this year owing 


ing to advice from Dr. J. Y. Hamtl. 
An operation is to 
be 
performed 
this afternoon, following which it is 
hoped that Mr. Hampton will show a 
noticeable improvement. 
The nature 
of the operation is said to he the re­ 
secting p f a rib, which doctors claim 
has beeij retarding the patient’s re­ 
covery. 


the quality of the corn crop. In some 
corn states, however, particularly Il­ 
linois and Indiana, the unfavorable 
com 
prospects 
will 
be offset by 
gains in cash returns on oats. 
As a 
whole the Com Belt must look for 
increasing returns from higher hog 
prices. 
Based on data available for 
the first eight months of the presept 


year f t is estimated that total hog 
slaughter will probably amount tó 
75,000,000 head compared with 81,* 
000,000 in 1923; 67,000,000 in 1922; 
and 02,000,000 in 1921. 
“Hogs at the farm are now selling 
at $8.50 a hundred pounds. 
This if 
about $2 over the price a year ago. 
At this price level the cash income 
of hog producers during the 1924* 
25 hog marketing season should 
be 
equal to that of last year, notwith­ 
standing a prospective reduotion m 
marketing of not less than 20 per 
cent. 
t 
- 
* 
“Cotton 
growers 
realized 
about 
$1,520,000,000 from last year’s crop. 
An average price of approximately 
25 cents a pound would be necessary 
to realize an equal income from this 
year’s estimated yield of 12,500,000 
bales. In the first month of the crop 
movement the cotton growers 
re­ 
ceived only 22 cents a pound. At this 
writing they are getting 22 to 24 
cents a pound. Although these prices 
are below those of last 
year, 
the 
large cotton crop, should enable the 
South to hold its relatively satisfac-" 
tory position. 
“Cash .returns from dairy and poul­ 
try products do not promise to ex­ 
ceed last year's income from sale* 
of $1,980,000,000. Marketing of poul­ 
try products during the first 
nine 
months of 1924 was less than in the 
same period of 1923, and it is pos­ 
sible the peak of poultry production 
has been passed. 
In dairying pro­ 
duction continues to 
increase, 
but 
heavier marketing may not result in 
a greater income. 
There is no cer­ 
tain prospect of 
increased 
income 
from cattle and sheep 
production. 
Probably the returns will be 
about 
the same as those last year.” 
The year in the main will bring 
increased returns to 
the 
surplus 
grain-producing regions, to the Corn 
Belt, and possibly to the cotton states. 
The tobacco, fruit, vegetable, 
and 
dairy producing states probably will 
not contribute much to the estimat­ 
ed increase in the gross agricultural 
Income of the year. 
Income from agriculture has not 
in any year since the price decline 
of 1920 sufficed to allow both a com­ 
mercial return on capital and 
ade­ 
quate reward for the farmer’s labor, 
risk and management, 
the 
report 
reads. 
Yet it has shown a general 
improvement in the last three years. 


Bolling Awarded 
Committee Job 
(Associated Press) 
WASHINGTON. Dee. 9—Represen­ 
tatives Bolling, democrat, 
of 
Ala­ 
bama, today was made a member of 
the house judiciary committee, 
re­ 
placing Representative Wise, demo­ 
crat, of Georgia, who resigaed. 


Many Predict the Final 
Ballot Will Be Taken 
j Late This Weele. . 


AMENDMENTS TO 
BE VOTED FIRST 


Norris Threatening To 
Delay Adoption Of 
Underwood Bill 
; 


(Associated Press) 
WASHINGTON, Dec. 0-~The Br^e 
amendment, which would place Mus­ 
cle Shoals employes under civil com­ 
mission was defeated overwhelmingly 
in the senate today. 
This was the first Amendment to 
be voted on. 
It was designed as an 
amendment to either the Norris 
Underwood bills for the ope 
Muack Shoals. 
It was in 
Senator Bruce, democrat, 
who contended it would keep the oper 
ation of the property out of g flfk s. 
The vote on the amendment was* 67 to 
6, 
Those voting in the affirmative 
were; Senators Bruce, Copeland and 
Wheeler, democrats and Edge, Mc­ 
Cormick and Sterling republicans. 
TMs was the flrat formal vet* tak­ 
en in the senate at this session. 
Senator Harrison, democrat, Miss­ 
issippi, * introduced 
several 
amend­ 
ments to the Underwoori bill. ~ The 
amendments would require the com­ 
pletion of dam number three, change 
the amount a leasee would be required 
to p«y as rental from four per cent 
of the coat ot dam number two and 
the hydro electric units to four per 
cent of the total amount already ex­ 
pended by the government at Muscle 
Shorda and in addition What would be 
spent for the construction of dam 
ni n ber three. 
Under the Harrison amendment the 
secretary of war would not be author­ 
ized fo lease the property, but an or­ 
ganization committee would be ap­ 
pointed to lease the property or or­ 
ganize a government corporation 
to 
q* iste at Muscle Shoals. 
A i. tber Harrison amendment would 
extend the time from four to 
ten 
y<ars, when the government corpora­ 
tion would be required to cease oper­ 
ation until notified by congress to 
pr. ceed in event the interest on the 
bends was not being earned. 
Another amendment 
rejected 
by 
In? senate was that by Senator Har­ 
ris, democrat, - of Georgia, 
under 
which the lessee would not be per­ 
mitted to transfer any lease or in­ 
terest in Muscle Shoals without con­ 
sent of the Secretary of War. 
The vote was 37 to 29. 
Twenty- 
three republicans and 14 democrats 
opposed the amendment, while 
20 
democrats, eight republicans and uno 
farm-laborer, Shipstead, 
Minnesota, 
supported it. 
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WASHINGTON, Dec. 9,-A n 
ef- 
ort will be made today by 
senate 
eaders to limit debate on the Mus­ 
cle Shoals issue so as to speed up the 
vote. 
Both democratic 
and 
republican 
leaders believed a vote on the ques­ 
tion will be called before the end of 
the week. 
Sponsors of the Under­ 
wood bill are making an effort to 
get the Underwood bill to vote ahead 
of the Norris bill, but Senator Nor­ 
ris may block the attempt by intro­ 
ducing a new bill as an amendment 
to *the Underwood bill, which is an 
amendment to the original 
Norris 
bill. 
Votes will come fast on the amend­ 
ments which have been offered to 
both the Norris and Underwood balls 
and many of the senators have ex­ 
pressed intention of speaking on the 
various amendments. The first Vpte 
will be taken on the Bruce amend­ 
ment today. 
This amendment would place Mus- 
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On Call From State ¡tanking Department, Octo 


RESOURCES 
t ' 
LI ABU, 
(ioani and Discount* 
84,4Tt*RT.67 Capital Stock jJfM 
Overdrafts ..... ........ 
8J&8.81 | Surplus Fund ....... 
Stocks and BonHs .......... ' * #7,666.50 Undivided 
Profits 
Bonking Houses (16) 
107,000.00 Reserves ................. 
Furniture & Fixtures 
48,251.01 Billa Payable ----- 
Other Real Estate ..... 
12,600.00 Deposits ........... I..... 
Cash and due from banks 1,008.6x7.59 


FOR RENT -8 room house, 5 acre* 
latid at |35 for 1925; house 4 lots, 
F air view at 122 50; 724 6th Ave.t 
west, $20; 1506 6th A 
$10. 307 Johnson at $23; house, 10 
acres land, $35. 
J. A. Thornhill. 


FOUND Blocky bay horse, about 750 
pounds, gray blaze, 
white 
hind 
feet, 8 years old, sheared mane, 
near Garth Branch. 
W rite C. A. 
Pnrden, Albany, Ala. 
It 
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Decatur, Ala.. 
u 
Dec. 8, 1924. 
Mr. B arrett C, Shelton, 
Managing 
Editor Albany Decatur Daily, 
Albany, Ain. 


My Dear Mr. Shelton: Please permit 
me through the columns 
of 
your 
splendid paper to exw ess the appre­ 
ciation of Morgan Kiwants Club to 
those who contributed to the success 
of the most recent project of Ki- 
wanis locally, "The Country Store." 
Especially do I wish to thank the 
merchants afld Individuals who con­ 
tributed of their wares and means 
for the stock of tfilestore, the Nebrig 
Furniture Co. for the free use 
oí 
a building, the Albany-Decatur Daily 
for its generous publicity and 
the 
public in general for its patronage. 
It would be an act of ungratefulness 
if I did not acknowledge also 
the 
very im portant part played in 
the 
success of this project hy the Boy 
Scouts of our cities who distributed 
hand billa to every home within our 
corporate limits. 
And just here, al­ 
low me to suggest to the business 
people of our cities that the 
Boy 
Scout* organization is 
a 
splendid 
medium through which to distribute 
hand bills and! by employing the Boy 
Scout* organization to do this work 
you are to that extent helping 
to 
maintain a worthy organization for 
our hoy*. 
T ie Riwanis Club will realize ap­ 
proximately $600.00 net profit from 
the operation of this store and a sub- 
at?nt!ft4 amount of these funds will 
be used $o gladden the hearts of the 
unfor'unate kiddies of our commu­ 
nity at Christmas time, and w hat­ 
ever amount Is left over will be, as 
heretofore, Used In worthy cases of 
charity throughout next year. 
Again let me say, on behalf of the 
Kiwanis Club and its entire member­ 
ship. that we are deeply grateful to 
those who contributed one way or 
another to the success of our project. 
Cordially yours, 
MORGAN KIWANIS CLUB, 
By W- W. Fussell, Pres. 


Follow the feature page 
of 
the 
Daily. Something in human interest 
for every reader.' Follow Winifred 
Black, Dr. R. S. Copeland, Annie Lau­ 
rie, Juanita Hamel or Adele G arris­ 
on. 
They are to be found in 
the 
Daily each afternoon. 
\ 
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Basketeers Of Four Teams Will 
Soon Start Work In “ Y” Circuit 
STRAYED from my f*rm on Court 
land pike, one black horse 
mule 
with white nose, «bout 10 years old. 
Notify D. S. Echols, 
Decatur, 
AU., and receive reward. 
9-6t 


WANT TO WORK -Give me fire in 
aurance, loans, rentals, collections, 
real estate sales, legal papers 
to 
write, loans, so that I will be sat­ 
isfied. 
J. A. ThornhiP. 
Tola! 
* Total 
LOST—Spectacles on Ferry St., 
or 
2nd Ave. Sunday morning; finder 
pfease retarn to Mis* M. R. Lead- 
ingham, 720 Une St., and receive 
reward. 
25-6t 


FOR SALE 
CHRISTMAS GIFT SALE 7 


SPECIAL rRICES ¿ÍÓW I'IN'Tll. DEcV.MBKlt 


Woolen blanket», 66 percent wool, worth 
'■ * 
from $7.00 to $8.00 ......... .............................. < 
Cotton blanket», pair, worth easily 
J 
$3.50 pair, for ..La;*******......................... 
SCHULMAN’S PLACE 
Second A v e iw t 
. 
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S IT E K KLOTH, A boon to outdooi 
men hrd workmen, 
it is water 
proof beat proof, snag proof and 
will wear as long as three ordinary 
suits. 
Lo<»ks as good as most $2f 
suits. 
Only two patterns to «elect 
from. 
Coat and pants 'or overcoat 
$12.50 and $13.50. 
Hunting suits 
same price made to your measprt 
and ready to pot on in ten days 
Come in ami see this wonder cloth. 
Two and one-half million dollar? 
backing the maker. 
J. M. Sears 
$-6t 


WANTED 


WANTED—Custom 
Grinding, 
catur Mill and L * v.:tor Co. 
ufaciorert of Gypsy Maid 
Bank St. and Tenn. River. 


WE WANT a Uve representative in 
every county in the state of Ala­ 
bama to sell our Movable 
Head*' 
lights for Ford cars. 
Headlights 
that turn with the steering wheel. 
Greatest invention since the 
self­ 
starter; prevents accidents, saves 
your car, eliminates glare enables 
you 
to 
see 
around that deadly 
curve ahead and makes night driv­ 
ing safe. 
Has been on the m ar­ 
ket four months, can be installed 
in 15 minutes and sells for $6.75. 
The state of Tennessee 
is 
com­ 
pletely organized with nn ngcnt in, 
every county. Contracts are chang­ 
ing hands at big premiums. 
The 
contract on Davidson County, Ten­ 
nessee, has been resold for $1,000. 
A county contract is worth $500 or 
more to anyone who will work and 
yet it won’t cost you a cent. G reat­ 
est and fastest seller ever offered 
the automobile trade, and the big­ 
gest profits to Che agent. Free set 
of lights for your car. 
Get 
the 
agency for your county now. Dir­ 
igible Light Co., P. O. P ox 2503, 
Memphis, Tenn. 
8-3t 


FOR SALE—The following household 
furniture. 
Reed living room suit* 
consisting of a six ft. seat with 
two round pillows, a 5 ft. daven­ 
port table, one straight chair, ow 
rocker, one floor lamp, and 
one 
fireside 
bench. 
On 
mahogany 
floor lamp, two odd fiber rockers 
one white kitchen 
cabinet, 
tw* 
kitchen tables, two mahogany rock 
. ^rs, two Ttlgs 8-12, three 
sipall 
V rugs, one mahogany 
dresser robe 
. three-piece porch set. 
Ford coupe 
best condition, 1922 model. 
Tele 
1 phone Decatur 99, Street addrest 
I 612 Line St.. R. G. Sherrill. 
8t 


FOR SALE— A beautiful good 
a? 
new Mahogany finished piano-or 
gan at 120 West Church St., De 
«- catur. This is an ideal instrument 
for the home, church or Sunday 
!' school, where a small investment i> 
, required. 
Easy terms if 
desirec 
Claude P. Street Piano Company 
Nashville, Tenn. 


FOR SALE— Large 
home 
Jacksoi 
St., 
Albany, 
$6,500, 5 roon 
house 5th Ave., W., at $2,250, 6tl 
Ave., W., 5 rooms at $2,500, 
I 
r rooms 5 acres land a t $5,000. 
J 
A. Thornhill. 


V O U can't afford to 
A have any range that 
does not embody th*^ 
wonderful new principle 
whereby the 
Heat Goe* AU 
Around Oven 


And that principle is pat­ 
ented and found only ijt 
the MASCOT RANGE. 
It absolutely ‘ % 
Saves One-Third Fuel 


l a g g BtUtr B.klng 


No shifting of paw ; 
bread and biscuits done 
evenly on all fcideg. 
Let your dealer dem­ 
onstrate thU new prin­ 
ciple. 
CARRELL 
FURNITURE 
COMPANY 


The Associated,Press is the worlds 
greatest 
ngjws 
gathering 
agency. 
There hr iflH »m er of fhe earth that 
is not covered by 
the* Associated 
Press. The##©rlds news at your door 
on tim e every afternoon. 
Call Al­ 
bany 46 to^ay and subscribe for the 
Daily. 
Ke$f) up with the 
outside 
world and it» affairs. 


MISCELLANEOUS 


WE PAY the highest m arket pnces 
for Hides, Iroh, Bones, Rags and 
and junk of all kinds. 
E. T. Gray 
& S'*», 248 East Moulton street, 
Phono 239 


FOR SALE cheap, cash or term s, ? 
typewriters, 
Underwood 
No. 
5 
i Monarch, L. C. Smith A Bros. Al 
standard maghines. 
See F. L. Ne; 
brig, Nebrig Furniture company, Ma­ 
lone Building. 


Wheel gooda o t many kinds for the 
little folks. Make your 
selection 
uow. Carrell Furniture Co 24-tf 


FIRE INSURANCE—November was 
my beat mohth since beginning the 
fire -insurance business. 
I thank 
those for the new business and am 
ready with four good companies 
to take care of your fire insurance 
business. J. A. Thornhill. 


MONEY to loan in suma to salt. Ap** 
ply to New Morgan County Building 
and loan Association. 
10-tf 


FOR SALE—A Chase piano, built ii 
, players, at a bargain; on terms 
I can be seen at 621 Canal St., Phon* 
T Decatur 92-W. 
18-C 


When you are going to Cullman 
and Hartselle patronize the orig­ 
inator of the bus line. 


Phone Albany 626 
FORI SALE—Windshield* 
by C. E. Malone. 
Fine comforte and blankets for your 
winter’s needs sol$ on 
easy pay- 
payments, if desirecL^Carrell F ur­ 
niture Co. 
24-tf. 


OTHERS COME, OTHERS GO! We 
stay and treat you right, you know! 
"Quick sales and small 
profits" 
our motto. 
We don't keep goods, 
we sell them. 
Cigars, Cigarettes 
and Tobacco, Snuff. 
Meat market, 
we sell groceries, salt, meat, beef 
and pork sausages and lard, 
at 
prices to suit the times. Overalls, 
Work Shirts and Gloves a special­ 
ty. 
We keep on hand ’feedstuff*: 
Cow feed, horse feed, chicken feed', 
from cheapest 
to 
best. 
Flour, 
meal, Bugar and coffee/ 
We sell 
sweet knillc 
and ,butter. 
B utter­ 
milk churned daily. 
We are head­ 
quarters for everything kept in a 
first class store. 
Don’t buy any­ 
thing until you have 
seen 
our 
Goods and examined our 
prices. 
T. J.Newsom's Supply Store, 515 
West Market St., Decatur, 
Ala., 
Phone 143. 
* 
r 
4-12t 


V«.u ore always next at Moye’s, th< 
Inly 100 per cent shop in Alabama 
Seven chairs, no waiting. 
Side entrance with private booths foi 
ladies—Give us a trial. 
We guar­ 
antee to please you. 
Moya's Barber Shoflk & Beauty jPirloi 
Second Avenue ’ 


FOR RENT 


FOR RENT—Modern 6-room hous< 
on Johnson St., at $50. 
Address 
P. O, Box, 324, City. 
9-8t 


FOR RENT,—My home at 
Moultoi 
Heights. 
Six large rooms, 
largt 
hall, and back porch screened in. 
Good garage and barn, two acre* 
of land. 
W. T. Barnes. Phone Al­ 
bany 190. 
9-31 
V * j 
-T 
^ 
FOR RENT—On January 1st, one- 
half of the store occupied by Pat 
terson Mercantile Co. 
This can bt 
'* fixed to suit tenant. 
If interested, 
•see me. 
B. L. Malone. 
6-6t 


GOTO 
§ . F. HARklS 
for stamping, hemstitching, pic­ 
ture framing and kodak finish 


i ' 
702 Second Avenue 


■ 
III Hi |7 ....... b o I....Ml I I m II n J LI 
m..... .. 
"T nr -* rr-------1 -----------r r r i t m-----1111 
Cain, Wolcott & Rankin 
Inc. 
COMPLETE INSURANCE 
f 
.SERVICE 
’ 
Morgan County Bank B uilding 
PHONE ALBANY 40 
Effective December 2d, the Ford Motor Company an­ 
nounces new low prices on all Ford cars. A reduction of 
Twenty-five Dollars on the Fordor and lower prices on all 
other types make Ford cars even greater values than 
ever before. 


FOR 
RENT—Furnished 
house, 
8 
rooms in Decatur. 
See W. J. Gar­ 
nett. 
Phone Albany 548. 


REMEMBER- - 
If you need dry goods, shoes, 
etc., walk a block and save a 
dollar. * 
LIGON’S 
Just in front of the Postoffice. 


F U R N I T U R E 


DINSMORE BROS. 


New and Second Hand 
i 


210 E. Moulton 
Phone 397 
r 
. 
W.L CLANTON 
Architect, Structual Engineer 
Drawing and estimates furnish­ 
ed on all classes of buildingu. 
302 East Moulton Street 
Albany, Ala. 
: 
i 
..............— 
DR. J. G. HAMILTON 
DENTIST 
DECATUR, ALA. 
10*11 City National Bank BIffg. 
Telephone 366 Decatur 
" — r r T 
f . — 
• 
8 -im 


LOST OR FOUND 


LOST—White 
Pointer 
Bird 
Dog. 
Brown ears and head, brown spot 
\ 
- iu ' Udddikl' of back. 
Call Albany 
‘ 
451, The Dixie Market and receive 
I reward. 
8-3t 1 


LOST—On Highway between Albany j 
and Hartselle on Saturday night, 1 | 
handgrip containing baby oloth?s, 
with initials F. C. S. on side and 
bottom. 
Reward for return. F. 
Sheehan, 
8-pt 
m ■■■inii ■■ ■........... .i,.»— ............................ 


Runabouts ......................v ------ $260.00 
Touring Car .....................................$290.00 
Coupes ................................................$520.00 J 
Tudor Sedan 
..................... $580.00 
a 
% 
Fordor Sedan ...................................$660.00 
Chassis ...............................................$225.00 
. 
'I 
Truck Chassis ..................... ............$365.00 


All Prices F. O. B. Detroit 


These are the lowest prices ever offered in the history of the 
Ford Motor Company. They create a new standard of value 
for motor car transportation. 


.... 
^ 
: 
________ 
See the Nearest Authorized Ford Dealer 


W e Have What You Want 


It j* natural to suppose that when you decide to invest your money 
in life insurance you will not be satisfied unless you obtaih the 
very best protection tjiat money can buy. 


The "PERFECT PROTECTION" policy, originated by the Re* 
liance jljjáfe Insurance company affords the most complete coyer- 


* !£ 
BÍ5 poliey PfOtec^ 
IJFff t t wijl 
m m death. 
Thousands of dollars are disbursed annually by the 
JReliunce Company to LIVING POLIÓY HOLDERS. 


ALL MEN ARE LIKELY TO BE £ICK OR HURT SEVERAL 
TIMES BEFORE THEY DIE. 


W. E. SHACKELFORD, Reliance Life 


ONE FOUR O 
READY TO GO 
L I D E ’S 
Instant Service 
5 
h a t t m t ^ X i r e s 


3THÍNG COMPANY 
X X I 1 
J a r k o f s t y l e s ^ 


I ” 
'-■ « 
t '■ >*, 
-V. 
-. « . 
5 S = = 


| 
'* £**f **.wJ<UA\ 
411 S^eond At«„ 


X l 
every afternoon, except Sunday ¿ n Albany, Alt^ 
w 
by the ' 
» 
TENNESSEE VALLEY PRINTING COMPANY, INC. 


Entered u cacond-da** matter February M, 1911, at 
Um poatoffice at Albany, Ala^ July 1, 1917, under Act 
«I March 8, 1786, 


in chi 
id among adulta, ' 
ren 


fifty four deathg in the 
id 30 for the 


— i 
I W. R. i 
W, K. SHELTON. 
1912*1924 
Founder-Editor 


US 
of the 
♦ver five , 
pointed out, 
_____ 
w 
w 
state from tetamua during M28~imd ^ 
„ 
first nine -months this year. 
Of these numbers 
111 were in December of 1923 and 11 occurred in 
¡January of 1924. 
Tetamus (lock jaw) while if 
does not cause anything like the number of deaths 
reported in the cas® of typhoid and pneumonia, 
is very serious and all precautions should be used 
in handling fireworks. Dr. Fales continued 
■ ■■■■ 
‘ 


E XX SHELTON__ 
BENJAMIN BLOODWORTH. 
X % SHEPPARD., 
____ 
WL T. SHEPPARD...._________ 


.Managing Editor 
--------- .. 
Editar 
Business Manager 
..Advertising Manager 


MEMBER OF THR ASSOCIATED PRESS 
Th* Aaaoeiatod Press t* exclusively entitled to the qm 
re-publication of all new* dispatches credited to it or 
»t her wise credited in this paper and also the lotM 
MW* published therein. 
AH rights of re-publication of «pedal dispatches herds 
are reserven. 


Telephone: Local 46 
Loag Distance: 9902 


SlMsÓálPTION RATES 
ly m a il, daily, one month..-., 
• y carrier, daily, per week.. 
By nail, daily, three month* _ 
By mail, daily, six month*___ 
By mail, dally, one yeer.... 


A DAILY PRAYER—-Since wg know we cannot 
dime to Thee, may Thou speedily come to as, 
and be our very present help in time of trouble. 


A community still was reported found by Mor­ 
gan County officers. That, in qur opinion, is car­ 
rying co-operation too far. 


SELMA REPORTS PRESENCE OF 
FAIR BOOTLEGGERS THERE 
Selma, according to The Times-Journal, must 
be given credit^ for up-to-dateness, if little else, 
because of the reported discovery of two fair 
bootleggers there. 
Lurid 
Sunday 
supplements 
have informed us before that New York, Philadel­ 
phia and Chicago police had found the m atter o f 
participation in bootleg schemes by women one 
of the most difficult features of prohibition en­ 
forcement. 
It remained for Selma, however, to 
bring the lesson home to Alabamians. 
The.Times-Journal publishes a story, describing 
the activities of two young women who were al- 
leged to drive into Selma each week, park their car 
on a principal street, and “go their knicker-bock- 
ered way about the city." 
Officers declare the women find it easier to 
evade the official dragnets than men. 
It is na- 
ui as in a way, for women to evade suspicion moTe 
readily than men. They have not the same repu 
tation for downright meanness that men have 
They are considered as belonging to a higher or 
der than Tnen are. In destroying this belief, wo 
men who engage in bootlegging are doing more 
than bringing evil upon their own heads, the> 
are working an indirect injury to every woman 
everywhere. 


Parties 
ect’g 


(CofitinBed frntn p*f» one* 


under the civil 
cl* Shoal» employe* 
service commission. 
# ; 
¿ 
- 
<Associated Press) 
WASHINGTON, 
Dec. 
9.~W kh 
leader stirring on senators to short­ 
en the debate and get down to vot­ 
ing, the senate was further . swept 
• long today toward a dacklon on the 
Muscle Shoal» problem. *' 
Since Sena tot* Underwood, author 
of the government, ownership lease 


. 
AMINIATR* TO 8 * R SALE 
VndCr and by virtue of a decretal 
order of tale made by th# Circuit 
Court of Morgan County, Alabama, 
• n the case of Sallie J. wfurphy vs. 
W. M. Royer, cl nlM pending in ‘ .•aid 
court in Equity, I, W . M Royer, as 
Administrator of the Estate of C. T. 
Royer, deceased, will sell for cash at 
cuhlie outcry between the hours of 
ten A. M. and four P. M. on the 15th 
day of December, 1924, at the resi­ 
dues of the late C. T. Royer, in t|e- 
catur, Alabama, at 209 Seventh Ave., 
tho 
following 
described 
persona) 
property, to-wit: 
4 mule», 1 horse, 1 coyr, p calf. 
W. M. ROYER, A dm inistra- 
tor of th# tsta te of C. T. 
Royer, deceased, j 
Dee. 9-It 


by the. war de- 
experte, 
both 
democratic 
and republican leaders are anxious to 
further delay in reaching a 
decision .on the measure. 
A stumbling block to an early set­ 
tlement on the Muscle Shoals ques­ 
tion, which has been troubling con- 
gres* for three years, ha» presented 
itself, however, by Senutor Norris, 
of the senate agriculture committee, 
who reported the Norris bill. He in­ 
formed the senate that if the Under- 
wood bill, which is before the senate, 
as an amendment to his MU, should 
be accepted, he would offer an 
en­ 
tirely new bill as an amendment to 
thqg^Uaderwoed MU. 
His new o 
new plan, thus, would have to 
be disposed of under the rule* before 
the Underwood Mil could come to a 
final vote. Further delay also la ex­ 
pected from the desire of some sena­ 
tors to discusa numerous amendments 
already offered to 
the 
Underwood 
bill. 
Information and discussion of the 
latest situation in the house was the 
purpose 
of 
another 
white 
house 
breokfast conference today with near­ 
ly a score of republican leaders and 
committee chairmen of that body In­ 
vited. 
President Uoolidge 
arranged 
the 
around the breakfast table gathering 
with house member* with a view of 
obtaining their opinion on legislative 
and not with the idea of any 


The meeting carried forward the 
bremkfut tnbl. «inferen» |.r„gr«m, 
inaugurated last week with repub­ 
lican senators as the guests. 


Progress Made 
Campaign On Pests 


(Associated Press) 
M ONTGOM ERY, 
Ala., 
Dec. 9. — 
Substantial progress ih tne 
various 
insect pest control work is noted in 
the report of the U. S. Bureau of Ent­ 
omology for 1924. _ Numbers of ef­ 
fective methods and materials 
for 
use against different types of infes­ 
tation have been developed and im­ 
portation of natural parasites have 
received attention. 
The extreme cold weather in Janu­ 
ary of this year, and a phenominal 
drought in the states from Alabama 
westward, it was said, resulted in a 
low emergence of the 
cotton 
bMl 
weevil. 
The control work 
against 
this pest proceeded 
along 
several 
line», it was stated, including 
air 
plane dusting, and the maintenance 
of a supply of calcium arsenate. The 
outlook was said to ho very encour­ 
aging. 
Increased 
appropriations 
greatly 
strengthened the work designed 
to 
prevent the spread of the Japanese 
battle while more effective 


to 
Department 
•nd the state 
to prevent the ] 
struHive pest. 
The corn borer has 
penranee in the easter 
the United States, it waa i 
has not as yet appeared in 
cm states. 
General 
paifn* have been in -.,., 
the dangerou* European 


Former Justice Of 
Highest Court 


(Associated Press) 
WASHINGTON, Dec. 9.—F t 
Justice Mahlon Pitney, of the 
preme court, died here early 
Death occurred In the hours 
ately after midnight. 
Justice 
ney was 66 years of age and reti 
from the bench because of ill he< 
ber 31. 1922. 


A city is as live as its 
A dead city is usually the result of 
lack of advertising space in the 
papers. Advertising is the 
salesman in the world. Call 
46 and ask for the advertising 
ager. 


How does it happen, an adjusted compensation 
measure was enacted, and the country isn’t broke 
yet? 
' 
-v ' f p 
* / 


oi.Tirro u'-i'uiiie inucn more eiiemi- 
nate, we might add to the slogan “Dress WeH and 
.¿Succeed” the additional admonition “Clean up 
and Paint Up.” 


POLITICIANS AT THEIR BEST AS 
USUAL IN SHOALS PARLEY 
Last summer the politicians dramatized a per 
, 
. 
I 
Play with the point of filial suspense and thi 
If the male styles become much more effemi- e^ max perfect so far as they were.concerned. A 
" 
.......................................... ... 
— j I frenzied people were .carried to the very height* 
and dropped very gently into the rut of poor bifs 
iness again with more promises from the gentle 
men in Washington. This time it seems that thej 
are again playing the same .game and using the 
people as a ball to throw to one another at theii 
pleasure. 
The gentleman from Alabama proposes a plan, 
the gentleman from Nebraska arises to a poinl 
of personal privilege and declares that nothing 
absoluely nothing, will suit him. Then the gentle 
man from Alabama goes aboaling with the presi 
dent of tlie United States End returns nextrmorn 
ing to amend his bill. 
To all this the Nebraski 


Store With Gifts For 


A fter trying an ordinary variety of two bit 
■cigars, a friend of ours says he wants to amend 
Mr. Kinpling’s remark that “A good cigar’s a 
smoke.” 
N'dwi 


The pogo stick staged its parade across the hall 
of fame and dropped into the discard. Next thing 
we know, someone will be inquiring what was 
Mah Jongg’s street address. 
~ ~ 
~ 


r j f # 1 the. senate still debating Muscle Shoals, 
the Tennessee Valley seems to be playing the 
principal role in that well known ditty “We don’t 
know where we are going but we are on our way.” 


Given enough time and maybe mi-lady’s fash­ 
ions will catch up with themselves. Spring hats, 
we are informed, now make their appearance in 
autumn, and fall hats will be worn in the spring. 


Judging by the noise some sections make over 
their natural advantages, the Tennessee Valley 
boosters, with so much more to brag about, should 
be heard around the world. 
Maybe we need a 
cheer leader. 


; gentleman replies that he will listeh to nothing 
absolutely nothing. 
t 
Then to further enjoy their little game they 
[concede a point to Secretary of War Weeks allow 
ing him until September 1st to dispose of the gi­ 
gantic project, three months added to the wait be 
for it is known what the termination will bring. 
A solution should have been reached yearii ago 
but for the tact the politicians on one side saw 
a chance to gain some votes and the politicians 
saw on the other hand a chance that they might 
(lose some votes. The public has been ]ead around 
blindly with promise after promise that has al-' 
! ways proved meaningless in the last analysis 


Birmingham has scored one on Atlanta. 
A 
moving picture company is in Birmingham, tak­ 
ing “shots” for Jack Bethea’s 
The picture 
will be finished in the studio of the company, but 
the movie stars are in Birmingham now. 
At­ 
lanta atmosphere is said to have lately become | f 
a dull green color. 


WRITER EXPLAINS THE LÁÜKOF 
ELATION BY PRESIDENT COOL1DGE 
During the campaign it was expected that the 
heat of the campaign would stir the imagination 
u 
writers and that more than one bomb­ 
shell would be set off by partisan typewriters or 
pen but we find on the editorial page of The Nash­ 
ville Tennessean a quotation from the New York 
Herald-Tribune an explanaion of why President 
Coolidge displayed no elation over his re-election, 
which seems to us to be just about the last word 
in political “shot shots.” 
The Tennessean says: 
It is the opinion of this writer, says a commun­ 
ication to the New York Herald-Tribune, that the 


± 
WRITER IN SOUTHERN ÍELEPHONE 
NEWS FINDS CHRISTMAS KEYNOTE 
A writer in the Southern '^Telephone News, a 
publication issued by the Southern Bell Telephone 
company, has found the keynote of 
Christmas. 
His identity is not disclosed, 
but anonymous-1 )ca\ lon t0 the New York Herald-Tribune, that the 
ly, The Telephone News publishes the following i „ °.f elatl0n displayed by President Coolidge 
verse. 
^ ~ 
following his overwhelming victory in the recent 
It is Christmas in the manáion 
I election was caused by the gravest conviction that 
Yule-log fires and silken frocks; 
x 
I??11 c.omJ to a man in hl’s position. That convic. 
^ It is Christmas in the cottage, 
r 
jtion is that^the.morid sense of a big majority of 
Mother’s filling little socks. 
°!Ir natinal constituency has become so deadened 
f 
j ;^ " ce^ thfuwaf.***** th°y <\° 
longer vote accord- 
N it is Christmas on the hi 
In the thronging, busy*rtiart; 
B ut the dearest, truest Christmas 
Iarihe Christmas in the heart. 
1 
CHILDREN IN GRAVE DANGER 
FROM THE OPEN GRATES 
..hen we consider that deaths in Alabama from 
burning through accidental means during the past 
year almost equalled the number resulting from 
major diseases, including malaria, and typhoid, 
measles, whooping cough and diphtheria we begin 
to realize the seriousness of the campaign now 
being waged m the daily press against careless­ 
ness in the m atter of leaving open fires in the 
home unguarded. 
,^F* 
L. leales, chief of the bureau of vital 
statistics in the state department 
of 
healths 
gives us figures which show that there were 236 
acridéntaí deaths from burning in Alabama in 
1923., An amazing total. 
Dr. Fales added that 
a large number of these deaths, were caused by 
care essness in the use of open grates. 
Of the 
u f i 
from burning 48 per cent were among 
children under five years of age and almost 60 
P ercent among children under nine years of age 
The rate per one hundred thousand population 
for deaths from accidental burning was given as 
9 8 per cent; malaria 10.6; typhoid 14.9; measle" 
12.4; whooping cough 13.4 and diphtheria 8 5 
Tuberculosis and pneumonia were given as the 
causes of the greatest number ef daths, the rate 
per 100,000 population for tuberculosis being 91 
^nd for pneumonia 92. 
We appropriate large sums of money to combat 
disease germs, yet how little thought we give to 
the open grates and the other agencies which take 
such a heavy toll among the younger children. 
Caution should also be used in the use of fire i m 
i 
. 
Srorte, during the holiday season, Dr. Fales s a i d J ^ J ^ 
f 
f 


-------------------------------— vr . I V t v / l l g v i . 
ing to the dictates of their conscience. 
Calvin 
Coolidge knows beyond the shadow of a 
doubt 
that his party should have suffered a crushing 
and salutary rebuke in'the last election. 
For no reason whatever, including even the 
personal probity and high type of character of 
Mr. Coolidge himself, should the republicans have 
oeen continued in power. The killing off of the 
League of Nations as far as the United States is 
concerned and the removal of Woodrow Wilson 
from his field of international service and the vir- 
tual ««Ration of every ideal for which we partici- 
oated m the war was an easy triurrtph for those 
vho were fighting President Wilson. It did not 
4eem to occur to them that they might also be 
righting the principles and conscience of Chris­ 
tian humanity. 
Their victory was as easy as 
any in which wrong has won out qver right. * 
Mr. Harding rode into office with the aid of 
in avalanche of votes, and what followed is not 
pleasant history. 
And the same deadly, killing 
remorseless system of politics, relying upon the 
3asy conscience of the Electorate, stupified four 
years previously, had another victory just as easy 
several weeks ago. I venture the assertion that 
not one of the 32,000,000 who voted republican in 
the last two elections would care to answer to 
their God why they did so. 
™ ef most forwai-d step ever taken since the 
advent of Christ toward the Parliament of the 
world and the Brotherhood of man was the work 
jf Woodrow Wilson and his associates who 
v ? u?£ 
League of Nations into being 
For, 
this Woodrow Wilson was crucified upon a cross! 
. Partisan malice, slander, 
misrepresentation, 
misunderstanding and downright ignorance Cal-1 
vin Coolidge in his heart is in accord with the 
^ e a t ideals which actuated Woodrow Wilson. And 
it is his heavy burden that he dare not say so.l 
No wonder that the man is grave and free from ' 
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SWEATERS 


Brushed Woolr Coat, 
Slipovers 
$5.00 to $15.00 


RADIO COATS 


Short and long length. 
All wool with and with­ 
out belts. 
$10.00 to $35.00 


HOSIERY 


For men and 
women. 
Holeproof and Iron Clad, 
50c to $3.50 


Handkerchiefs 


Hand made with drawn 
threads. Pure linen, silk 
pongee. 
50c to $2.50 


OVER­ 
COATS 


Real heavy dark colors single 
and doubled breasted 
Society 
Brand . 
$44.75 


, TOPCOATS 


Lighweight 
rainproof 
full 
backs, splendid quality gabar­ 
dine and other 
4JM* 
materials ............ J L J . I J 


PAJAMAS 


Sleep producing pajamas 
Silk and wool, pure silk 
and other kinds. 
$3.00 to $15.00 


NECKWEAR 


The 
tie 
shop. 
Every­ 
thing the mind can de­ 
sire. 
50c to $4.00 


GLOVES 
Meyers kid gloves. 
Fur 
lined auto and drive. 
$3.00 to $5.00 


SHIRTS 


The tale of a shirt can be 
told here (m anhattan). 
None better 


RAINCVER’S 


Chinchilla with rubber lining 
■ ■ ■ il& S K 
none better 
Special 
SUITS 
Two Pants Suit 
Any size, all wool 
$42.50 
Alterations free 


A few drop patterns 
and misfits, $40.00 
values, special 
$21.75 


Society Brand Suita 


■ 
■■ 
Choice of any suit in 
Stock 
$44.50 


Leggo free every 
suit made to mea­ 
sure this week an ex­ 
tra pants free. 
10,000 Vote» On Any Suit Thi» Week 


$3.00 to $10.00 


HATS 


To have the right hat, 


you should have one with 


our name in it, 


They are the best 
$5.00 to $12.50 


Gift Suggestions 


SWEATERS 
SHIRTS 
PAJAMAS 
NIGHT SHIRTS 
DRESS GLOVES 
AUTO GLOVES 
BELTS 
HOSIERY 
SOCKS 
UNDERWEAR 
MUFFLERS 
GOLF TROUSERS 
GRIPS 


SUSPENDERS 
V 4 
CUFF LINKS 
x \ 
STETSON HATS 
TIE CLASPS 
\ 
BELT BUCKLES \ 
NECKWEAR 
\ \ 
CAPS 
l 
V 
' 
CANES 
^ 
' 
TRAVELING BAGS \ 
HANDKERCHIEFS 
SHOES 
LOUNGING ROBES 
BEDROOM SLIPPERS 
S H O P E A R L Y A N D G E T T H E 
B E S T 


w 
Your Christmas 


Parcels Wrapped 


Securely, Ready 


To Ship 
A L B A N Y . A L A 


He Will Appre- 
v 


ciate the “Rahm” ¿ 


Trade Mark On 
\ 


, U His Gift I V 


" 
- ’ 4'' 


IíéÉÉéíé 
■ .tau t.-. 
>4.- . 


A LJOÍNER&50M 


|¡Nbt of totfthrrn archhrr- 
thi* dhil we1*, 
ored ydiftet* in th#» pro- 
ifh will b: 5 hr fpaturr n* 
is Theafn un Xhjltn «|¿> y 
Iny art* I' hi t Toivr :u ., 
r, NmI> - O n h 
I 
Cutfcn Li n tit. 


Tuesday 
Tuesday Cl#h, Jlf)*. Rufup PfWfst.fi. 


T uesd ay A fte tM o n B ridge C lub, Mr*. H. M. Rloodworth, 
Jíridg» «jmpilmewt to Mis» Hcringsr, (,f Ok In bom* City, Ok la 
Mrs. W. K. Mr Neill. 
WRONHDAf 
Ml** Manoy'l Stmtml banquet far the members of lh*> Mary Ln 
chapter» Nu. .120, O. K. S., Lyons Motet. 
Mariiotl LfctHtn Bildff* Club, Mr*. R. Q, Cortner, 
t’otacn U t l f t f | Flub, 
Mr*. Melvin Hitisorf. *F* 
* #i, 
* 
T H U R S D A Y 
• ' 1 
, 
T hursday (lu b , Mr*. B, M B loodw orth. 
, 
* 
ih jrd n y Night t lub, 
Mr. and Mrs. K R. IVdcn. * 
Thurtulny Bridge dub^ Mr*. E. K PMUn. 
FRIDAY 
Friday T h irteen , Mr*. R 
G. C o rtn er. 
Cfinal Street Rook d u b . 
• 
* 
i 
S a tu rd a y ' 
Saturday Bridge Club, Miss Jane Knight. 


!> 
jrr*ur orner. 
The tim e is 
getting sh o rt nnd 1 he Daily a ill 
nnyp to * etui |fi y.>ur order in m e 
next few day* in o rd er th a t you 
»ii! f e r r i t e the greetin g* in lime 
for the season. 
( tn h &re very 
r.ppron i.a u 
for lmth 
Chrirtffia* 
rimI New Year 
< mve in today 
nhd look over the sam ples. 


Suction Dredge To 
Be Bought By State 


! 
MOBILE, Ala.. Bee. 
A u w 20 
, in a n r tinu «Iredge which ia esiinrpt* 
i ed to coal approximately 
1270,000 
( will be f t n hayed for nyc in th# eon. 
¡•'.nation of the public 
docks 
and 
wraiehcur/', here, it ho* been announc­ 
ed at the office of the State Bock:; 
Cnaim'.iaion. 
The potrhasc of the 
* dcrdjpc i» said to bg the n rat Import*' 
|oi»t tntttiadiiin nni» the completion 
. of pltft* far a state framed port on 
( Mobile rive!’. 
A uthority to purchaw* th e vessel 
wan given to (ícnrrul 
W illiam 
L. 
Sib?rt, 
chairman-» Tiglneer 
of 
the 
rM m itfden,. It is expert!*»! to be do- 
Hvered in the ttyxt 
tw o 
or 
three 
I month* and v*ill foe modeled sim ilar 
i to the U nited 
S tates 
governm ent 
I dredge W akslak which is now umler 
lens»’ to the r.fnte. 
1 
Much work will be required, it was 
' said, in keeping the river channel at 
. the proper depth and width, and In 
raising the surface of the land which 
will be used «for port farilitic.*. 


i KNTKAI. P Aft ENT TEACHERS 
MEET 
/ 
The Central Albany Parertt-Trnch* 
er Association met on Friday after* 
noon at the new high school build­ 
ing nnd at this time Mir* Miller, »jf 
I he f’ublie Health Department gave 
a m»i»t interesting and 
instructive 
talk. 
This was followed by u pro* 
gram of entertaining rnngs given by 
Mils Orr's and Mr*. HUukwell’s first 
grade pupils. 
1 v 
' * 
Reports were read from the treas­ 
urer of the association nnd from the 
( af»*teria secretary and the latter in­ 
vited the members to Inspect the new 
equipment fecently Installed in the 
cafeteria. 
* 
The organization voted to atgrt a 
fund for the feeding of luncheon to 
the needy children and a call I» sent 
cut to all organization* and every In­ 
dividual to assist in this‘worthy cause 
if they care to. 
''Inasmuch as Ye 
Did It to One of the Least of These, 
Ye Did It Unto Me.” 
Anyone wish­ 
ing to contribute to this fund may 
call Mrs. Kimball B. Jones. 


Mr*. J. (). Camp is ill at her hom e 
on Fifth Avenue, West. 


A k i t That Dion* 
Small After 
Being Dead for Three Months 


**I ,««u tt was At ill tbiet mrnlhv" 
Mr J. 
«yfctiijí J I. •*! 
t!nj rat • vrry d*v; i«Bt vans 
Jtat-VMi' UehtMl a tur’rs 
|ie tls « to r wri>, mf 
wdr l«*aésl bthht«t ih itaml. T*'«ií» *n «WU.Y 
IWI * 1 ffji- f it *tt thrre S H for 15*.. e h , |1 .S. 
Sold MS> lUaflutwrd Itf 
'WDDKLL DRUG CO. 


Frunk Speer, 
the * nererf*year-old 
son%»f Mr. and" Mrs. W. R 
Speer, 
who sustained a broken arm while 
at play on Friday, was uWe to re­ 
sume his studies at school today. 


H. C. Bnird, of Denison, Texas, is 
the guest of his parents, Mr. and 
■Mrs. Ben Baérd. 
* Péncese Juliana, daughter of Qn**en WOhelmlua, of The Nether* 
lands, is repotted to hare fallen a victim of a Dapper passion for the 
remarkable voice of the cantor In a Jewish synagogue in Amsterdam. 
Cabled reports asserted she ev*p posed as a Jewess and visited the 
synagogue several times, but was fin uiy recognised and her mother in­ 
formed- The cantor, a widower, thirty years old, with two children, 
la (labrlel Alaru. 


M U S E M 6 N T 
AT THE 
T H E A T R E S 
Local Lodge Ranks 
High In the State 
PRINCESS 
TODAY 
f. \ST SHOWING 


Lcatrice Joy and Percy 
M arm ont in 
“The Marriage 
Cheat” 
The BtranKest dram a ever 
filmed. 
TÍio picture with­ 
o u t A k is s. 
r Extra Added— 
“THE GO GETTERS” 
— And— 
I “Who’* who in the Twin 
Cities” 


Guess who these myste­ 
rious people are and 
win 
cash prizes or a pass to the 
Princess for 30 dava. You 
knov. all of them. Come and 


Hart selle News * 


Batten; Charging Service 


FRANK P. LIDE 
BIRTH 


Born to Mi. and Mrs. Sam Byers, 
of BSrminghion, a son, Jack Matter- 
son on December 8. 
Mrs. Byers was 
fotmerly Mi»s 
Helen 
Odom, 
the 
youngest «laughter of Mrs. PI. 
M. 
Odom. 
y- 


MEETING SET 


Miller and Hart 


Berkshire Hams and 
True Worth Bacon 


Phone 771 


Coming Attractions 
Tomorrow 
Ernest Torrence in 
* 
THE FIGHTING COWARD 


BLOW MOTION CAMERA 
UNVEIL» TFA UNIQUE OF 
LAWN TENNIS EXPERTS 
A rrangem ents are being made by 
those who at each Christman season 
Large number a of wild duck$ a rt 
said to be gam ing illa . pRÁF*t» p lf 
f , 
Saturday 
Bebe Daniels in 
“The Unguarded Women 
Buy a ticket Qvery day 


The W. M. S. of the First Meth­ 
odist church held a bazaar in the 
Alabama Power Company building on 
Main street last Saturday. 
Hand-1 
made articles in fancy work were of­ 
fered for sale, of which a real hand­ 
some coMeetiqn was presented by va- 
rloua members of the church, ft wrftf 
sum was realized which will go 
to­ 
ward defraying some of the pledges 
made by this society toward church 
JVttKL" 
. 
r* 
i v 


1 HURSDAY, DEC. 11th AT 8 P. M 


Decatur High School Auditorium 


Given by members of the Glee Club 
Auspices the High School Annual 


The hardware store of W. B. Bean 
id 
company, 
which has operated 


ist As Regular As the Tenth o! the 
Month Rolls Around, Just That 
Regular You Should Pay Your 
Power Bill. 


H onest 
iheet 
All Lengths. 
Right Prices, 
Inquiries 
Solicited, 
Prompt Ship 
ménts and 
Deliveries 


The Alabama Power company offers an inducement of a substan­ 
tial discount on all statements paid by the tenth of the month. 
Many people are taking advantage of this and paying promptly, 
but the majority still wait until a . cut out notice is sent before they 
send a check. If you come tothe offices, please bring your bill 
with you, in sending in a check kindly attach the statement. 
■ 
;. 
• 
. 
- • ' ' . 
■ 
. 1 -■ 
• 
. 
‘ 
Take advantage of tlye saving no matter how large or how small. 


Backed by one o! the largest sheet metal ia c 
torie* in the worl»i, 
Berloy 
Roofing and 
Biding products a rt honestly made, hoaestly 
.advertised and honestly «old. 


We use them btcause they seem to us to fit 
In best with our skill and experience. 
‘ 


Good materials and good workmanship mean 
lasting satisiactleg, ' ’ 
, 


b e r l o y c o r r u g a t e d call US ABOUT 
ROOFING AND SIDING YOUR WANTS 


VIVI! he g ftid to fig u re on y o u r job 
obligation. 
Cflfl ti# loétuy ** 
JOBN D. WYKER & SON 
Phone Albany 303 
Phone Decatur 303 


EMBEK 9. 1924 


By Annette Bradshaw I 
A WIFE’S CONFESSIONAL 


Adele Garrison’» New Phase of 
Revelations of a Wife 


YOUR HEALTH 


Beware of Eye-Strain \ 
It Affects the Whole Bocly 


MIND THE PAINT, 


Tomorrow's 
HOROSCOPE 


FAMOUS “FIRSTS 


And Than Ho Forgot Her 


M E-M AKING* HELPS 
1Everything About the House Helps to Hake the Home** 


_____________By WANDA BARTON 


ADVICE TO GIRLS 


By A N N IE LAURIE: 


iNY-DBCATOR PAIIY 
THE! 


Dr. BELL’S A 
PINEIAR HONEY 
FOR COUGHS <! 


by RAFAEL BA BAT IN I 


T 7 ° R qtrftk, mir* mtjgh r«8«f tb«r* la notMnf Uk* the pin»-t*r and 
* honey, which our parent* and grandparents rallad oh. But ha 
aura you gat th* f «nu.ha Dr. Bella Plna-T.r Honey, lha original 
9 
ÉL 
compound which has baan usad la thousand* 
iRtnüiaa for years. If has had marry imitators, 
f 
m 
*>«» still remain* tha bast. Oftan stop* a bad 
I rnflL ®°**h in M honra. Parfactly aaf* for childran 
| / j ( 7 ^ 
** wsll a* grown-npa. In*i«t on Dr. Ball** and 
jP T . 
no other. On|y Jdc at any good druggist**. 


, 
ADMINISTRATOR'S SALE 
I’nder and by virtue of « decretal 
order of sale made by 
the 
Circuit 
Court of Morgan County, Alabama, 
in the ca«« of So I lie J, Murphey vs. 
W, M. Royer, nt al., pending m said 
court in Equity, I, W. M. Ruyer, as 
Administrator of the Estate of C. T. 
Royer, deceased, will soli for cash at 
public outcry between tie hours of 
ten A. M. and four P. M. on the 3rd 
flay of January, 1925,^ at the resi­ 
dence of the late C. T. Royer, in De­ 
catur, Alabama, at 209 Seventh Ave, 
the 
following 
described 
personal 
property, to-wit: 
1 Disc Cultivator, 1 Disc harrow, 
1 Walling Cultivator and parts, 
3 
small turning plows, 1 com planter, 
1 fertiliser distributor, 1 cotton plant­ 
er, 2 hull tongue plow stocks, 2 Jr. 
Cultivators, 2 Big turning plows, 2 
Barton Harrows, 1 plow handle, 3 
double shovels, 1 section harrow, 1 
potato plow, 3 joint sewer pipe, 1«2- 
horse wagon, 4 pair plow gear, 1 pr. 
Wagon lines, 3 h**#orka, 2 saddles, 
1 riding bridle, I wagon hay frame, 
4 single trees, 3 cross cut saws, « 2 
buck saws, 1 part roll of wlgfl, 1 lot 
empty sacks, 1 box of tods, 4 cross 
heads, 1 nail puller, 1 side sadd’c, 1 
bridle, ! box of scraps (Iron), 1 pr. 
sheep shears, 1 box of cheins, 1 lot 
of old rope, 2 top hierro*s, 1 wheel 
barrow wheel, 1 
grubbing hoe, 
1 
breast yoke, 1 garden rake, 1 double 
tree, 3 single trees, 2 grubbing hoes, 
2 hinges, 3 wagon bed rod», 9 plow 
points, 3 Coulter plows, 2 pair scales, 
4 hay forks, 1 hole digger, 3 garden 
forks, 13 cotton hoes, 2 
scoops, 
t 
shovel, 1 Big .Buster plow point, 1 
lot old harness, 1 spade, 1 half bush­ 
el measure, 12 sweep*. 3 iron hooks, 
3 cultivator points, 1 pile iron scraps, 
2 saddles, 1 blanket. 
W. M. ROYER, as adminis­ 
trator of the estate of C. 
T. Royer, Deceased. 
Dec. 9-16-23. 


ATTENTION! 


Prophets and Candidates 


All Prophets and candidates arriving orry 
early trains for the Ceremonial on Dec. 12, ; 
will find headquarters a* the Princess 
Theater In Albarifr. 
If you see a Prophet in a car and you wast 
to ride stop him and he will be glad to tidfe 
you where you want to go. 
All Prophets and candidates are urged to 
report for registration not later tjmn 3:00 i 
o’clock p. m. as parade will form not later I 
than 3:30, banquet at 4:30 and ceremonial' I 
to start promptly at 5:00 o’clock. 
^ or the benefit of all Prophets, we have ar- 1 
ranged for a SLACKER CAGE and will j 
put all Prophets not found in the parade in I 
this cage so take .a little TIP. ii yon want ¡ 
to see the ceremonial, get in the parade. 
Albany-Decatur Grotto Club 1 
L. W. LEE, President 
^ E. E. DICKINSON, Secretary j 


LET THE DAILY FIGURE ON YOUR NEXf JOB WORK 


we re proud of our work—the kind of work that has 
brought to us many an unsolicited testimonial. It’s the 
* 1 ■ m ) 
' 
*' - • 
' 
‘i 
* 
of printing^that has produced results 
Al 
.. • 
. 
v 
. 
While quality is the important issue with us, our unusu­ 
ally low prices also are an inducement for you to have 
your Printing done here, 
• ■ * £ ^ 8 


The Albany-Decatur Daily 


& 
- 
• - JOB PRINTING 
: 


___ 
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